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REMARKS 


1. It ~as learned on 19 Jecenber 1950, that one of the three con- 
crete shelters in the formcr “ehrmacht installation in the trianrcle 
of Fallcenhagon (" 53/V¥ 44)= ‘ete ‘sharen-Joebbcrin, Kreis Yeclow, 
"ill be occunied by a head-uarters. Comnittees fron Yarlshorst 
made fre-vent inspections of the reconditionine. Shelter rooms 
were ecuinned “ith furniture. Soe far as could be learned, one 
of the three sbelters “ill be used for cuarters, “hile the to 
others i111 becone A’. tovers arain, It ~as rumored anmonr the 
civilian population that the heaiquarters from “arlshorst “ill 
be stationed there. ‘Ceveral villares “ill be evacuated for 
that purpose, “o billeting in private homes had been effocted. 
vhe installation ~as ruardeé by anproximately 500 troops tho 
were cuartered in several ‘“ooden barracks and in the former ade 
ministration buildinrc, a stone structure. It ~as said that the 
troops bslonged to penal units. 


So The shelter planned to house the head-uarters “as 150x70x30 
neters. The installation “as underrround, “ith all feeding 
Shefts, Such as ventilating ducts, reaching the surface of the 
earth 60 meters from the target. The seven-story shelter had 
tvo stairvays and an elevator. WIeating, lighting,and plumbing 
ecuipnent vas in the basement. A 12-cylinder engine unit burne 
ing pit coal was installed in 3entember 1950. .. larre coal 
Supply vas near the shelter. “Six funnel-shaped coal bunkers 
were driven into the sorth and connected ~ith the heating rooms 
by means of slider gates. The canacity of each bunker ~as said 
to be six gondola carloads, The bunkers were filled to canacity 
at the time of observation, It was said that 12 televhone lines 
from Harishorst terminated in the shelter. =i connection “as being 
laid betveen the shelter and the high-tension line nearby. * 
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